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US OECD 

E.O. 11652: N/A 
TAGS: OCON, IEA, OECD 

SUBJECT:OECD MEETING OF THE STANDING GROUP ON 
EMERGENCY QUESTIONS, INTERNATIONAL ENERGY AGENCY (IEA), 

PARIS, JULY 12-13, 1977 

1 . PLEASE ACCREDIT USDEL TO SUBJECT MEETING AS FOLLOWS: 

REPRESENTATIVE 

RICHARD MARTIN 

OFFICE OF FUELS AND ENERGY 

BUREAU OF ECONOMIC AND BUSINESS AFFAIRS 

DEPARTMENT OF STATE 

ADVISERS 

ROBERT GOODWIN 
UNCLASSIFIED 

UNCLASSIFIED 
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OFFICE OF GENERAL COUNSEL 
FEDERAL ENERGY ADMINISTRATION 

CHRISTOPHER 
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